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FOURTH CONGRESS OF THE FAR EASTERN ASSOCIATION 
OF TROPICAL MEDICINE. 

The Fourth Congress of the Far Eastern Association of Tropical 
Medicine will convene at Batavia, Java, in August, 1921. The 
third congress of this association was held at Saigon, Indo-China, in 
November, 1913. The president of the fourth congress is Dr. W. Th. 
de Vogel, head inspector of the Civil Medical Service, and the secretary 
is Dr. Neeb, both of Batavia. The congress will be held under the 
patronage of the governor general of Netherlands India. 

Invitations to the Congress have been forwarded to delegates of the 
Philippine Islands, Australia, and New Zealand; to tbe viceroy of 
British India; the governor of the Straits Settlements, Ceylon, and 
Hongkong; and to the high commissioner of the Federated Malay 
States. Invitations have also been sent to the French and Portuguese 
colonies, through the governor general of Indo-China, and, through 
the intermediation of the Netherlands ambassadors, to the Govern- 
ments of China, Japan, and Siam. 



TRANSPORTATION OF TUBERCULOUS PATIENTS. 

Amendment to Section 28 of the Interstate Quarantine Regulations. 

The following amendment to section 28 of the Interstate Quarantine 
Regulations, recommended by the sanitary board of the United 
States Public Health Service, has been adopted. It is designed to 
clear up an ambiguity and to prevent a faulty interpretation of the 
regulations by common carriers. Paragraph "b" of the old section 
is omitted, and paragraph "c" becomes paragraph "b" in the 
amended section. 

amendment no. 9 to interstate quakantrne regulations, 1916. 

Treasury Department, Office of the Secretary, 

Washington, September 30, 1920. 
To medical officers of the United States Public Health Service, State health authorities, 
and others concerned: 
The following amendment is hereby made to the Interstate Quarantine Regulations 
promulgated by this department January 15, 1916, said amendment and regulations 
being in accordance with the act of Congress approved February 15, 1893. 
Section 28, Interstate Quarantine Regulations, is hereby amended to read as follows: 
Sec. 28. Common carriers shall not receive for interstate transportation any person 
known by them to be suffering from pulmonary tuberculosis in a communicable stage 
unless said person is provided with the following articles: 

(a) 1. A sputum cup made of imparvious material and so arranged or constructed 
as to admit of being tightly closed when not in use. 1 

i The common carrier should require any such person to refrain from spitting in any place other than the 
sputum cup above mentioned, and in the event of coughing or sneezing to so cover the mouth and noss 
with a handkerchief, napkin, or similar device as to prevent the ejection of particles of mucus or saliva into 
tho surrounding atmosphere. 
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2. A sufficient supply of handkerchiefs, gauze, or similar articles of sufficient 
size to cover the nose and mouth while coughing and sneezing. Said handker- 
chiefs, gauze, or similar articles shall be inclosed in a tight container after use and 
shall be destroyed by burning. 

3. All sputum and nasal discharges from the patient shall be received in gauze 
or papar, which shall be deposited in a closed container and which shall be de- 
stroyed by burning or received in a 5 pjr cent solution of carbolic acid or disin- 
fecting fluid of equivalent disinfecting value placed in a covered vessel and 
allowed to stand undisturbed for at least two hours after the last addition thereto. 

(b) Passengers in interstate traffic having pulmonary tuberculosis in a com- 
municable stage shall not expectorate except in the sputum cup or gauze afore- 
mentioned. 

(Signed) D. F. Houston, 

Secretary. 



PUBLICATIONS RECENTLY ISSUED BY THE BUREAU OF THE 
PUBLIC HEALTH SERVICE. 

The issuance of monthly lists of publications of the Bureau of the 
Public Health Service has been discontinued, and in their stead bul- 
letins listing the-new publications have been issued at irregular inter- 
vals. There is given below a list of recent publications of the bureau 
covering a wide variety of subjects, and these, except where noted,- 
are available for individual distribution. 

The most important articles appearing each week in Public Health 
Reports are reprinted, making possible a wider and more economical 
distribution. 

The Hygienic Laboratory bulletins are necessarily technical in 
nature and are of interest primarily to laboratory workers. 

The public health bulletins are less technical than the laboratory 
bulletins. They have proved valuable for general distribution in 
connection with campaigns for health improvement and are useful to 
health officers as an aid to the solution of many local health problems. 

The "Keep Well" publications constitute a new series of health 
leaflets which present in popular form important facts concerning 
various phases of the public health. 

The publications marked with an asterisk (*) are not available. 
As long as the supply lasts, copies of the other publications may be 
obtained on application to the Surgeon General, United States Public 
Health Service, Washington, D. C. 

Reprints from the Public Health Reports. 

513. The New Science of Industrial Physiology. By Frederic S. Lee. April 11, 1919. 

514. Some Observations, on Mental Defectiveness and Mental Retardation Among 

Children. By Walter L. Treadway. April 11, 1919. 

515. The Place of "Early Treatment" in the Program of Venereal Disease Control. 

April 18, 1919. 



